KARO-ECHO Treasurer’s Report 
As of December 7, 2022 


Balance Forward from 11/7/2022} 


Bank 
Balance 
$1,758.07 


$1,788.07 


K6ELO 


$1,818.07 


KJ6SWK 


$1,848.07 


KB6EMG 


32 total paid members to date for 2022 


10 total paid members to date for 2023 


